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SUBJECT: EVAPORATOR BLOWER MOTOR 
REF: STATE 167065 

DEPARTMENT FOR O/SY/EX AND O/SY/T 
FRANKFURT FOR OIC/RTC AND RSS 

1. PLEASE ACCEPT OUR APOLOGIES FOR OUR ERRONEOUS REFERENCE TO 
STATE 147747. THE REFERENCE SHOULD HAVE BEEN TO A MESSAGE 
SENT BY THE AIRFLOW COMPANY VIA STATE CHANNELS WITH AIRFLOW 
REFERENCE OF AF-748; DEPARTMENT REFERENCE 739Q, DTG R030249Z 
AUGUST 1973. 

2. WARSAW 3734 WAS SENT ON JULY 30, 1973 WHEN NO RSO WAS 
PRESENT AT POST THEREFORE THE TAGS WAS INCORRECT. 

3. DISREGARDING ADMINISTRATIVE ERRORS AND FIXING OF BLAME 
FOR SUCH, OUR PROBLEM REMAINS. THE BLOWER MOTOR IS OUT, 
UNABLE TO MAKE REPAIRS HERE AND COMPRESSOR MAY HAVE BREN 
DAMAGED AS THE RESULT OF TEMPORARY MEASURES. WE ARE IN THE 
NEED OF HELP. THE EMBASSY INTERNAL FUNCTIONS ARE BEING 
HAMPERED SINCE ITS LARGEST ACR IS ALL BUT UNUSABLE. ON 
AUGUST 22, 1973 A SENATOR RECEIVED A STAFF BRIEFING IN THIS 
ROOM WITHOUT PROPER VENTILATION. 
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4. REQUEST THE FOLLOWING ACTION BE CONSIDERED IF FRANKFURT 
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IS IN A POSITION TO SUPPORT. 

A. TO THE BEST OF MY KNOWLEDGE ONE OR MORE ACRS ARE IN 
STORAGE AT FRANKFURT. I MAY BE INCORRECT. 

B. COULD FRANKFURT RTC SHIP A COMPLETE AIR CONDITIONING 
AND HEATING UNIT VIA SUPPORT FLIGHT SEPTEMBER 6, 1973. 

THIS UNIT WOULD BE ON THE LOAN BASIS. 

C. WARSAW WILL PULL ITS UNIT AND SHIP IT TO FRANKFURT 
RTC VIA THE RETURN SUPPORT FLIGHT SEPTEMBER 6, 1973, FOR 
REPAIR. WE WILL FUND THE COST OF THESE REPAIRS. 

D. AT SUCH TIME AS THE UNIT IS REPAIRED RTC FRANKFURT 
MAY ELECT TO PLACE IT IN THEIR STOCK AS A REPLACEMENT FOR 
THE ONE LOANED TO WARSAW. ON THE OTHER HAND SHOULD RTC 
FRANKFURT DESIRE TO EXCHANGE SUCH MAY BE ACCOMPLISHED VIA 
THE SUPPORT FLIGHT. 

4. WILL FRANKFURT RTC ADVISE WARSAW IF THE SUGGESTED ACTION 
IS POSSIBLE. IF NOT, CAN OUR UNIT BE REPAIRED ON THE LOCAL 
GERMAN MARKET? WE WILL SHIP TO YOU AND FUND. 

DAVIES 
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